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HEATER, ACCESSORY 


— AND 


STOPLIGHT SWITCHES 



VARIABLE SPEED 



No. 6039 HEATER SWITCH DISPLAY ASSORTMENT 

A COLORFUL easel display stand carrying ten switches, all of latest improved 
design. The clamp-on mounting bracket is furnished with all switches. Switches on 
stand consist of: 

± 5—No. 6024 Variable Speed, Illuminated 
^ 2—No. 6025 Variable Speed, Illuminated, DeLuxe Model 
± 3—No. 6029 3 Speed, Heavy Duty, Fused, Illuminated 
(See Page 2 for Detailed Information on Switches) 

List (Total List Price of Switches) * 8.30 
SPECIAL DEALER NET * 4.75 

(OVER) 

A, GO: 1-10-17, IS, IP, IK, 1SS, 10S, 10P, 10K, 10SS, 10T, 10TK, 17, 17SS, 17K, 31, 32, 38, 72: 1-10 


Form A-343 








VARIABLE SPEED HEATER 

SWITCHES 

THESE variable speed heater switches are of the same design and construction as those used by leading 
car factories and heater manufacturers with their latest model heaters. The resistance unit is fully 
insulated and ventilated. The contacts operate very smoothly without arcing. The soft light from 
the illuminated models indicates heater motor speed and serves as “off” or “on” signal. 

All of these switches can be used to operate defroster motors and any other accessory requiring separ¬ 
ate variable control. The same switch should not be used for both heater and defroster since the resistance 
is designed for only one motor. Variable switches are often used for dimming instrument panel lights. 



6027 

Heater Switch, latest 
Model variable speed 
rheostat type with non- 
illuminated brown bake- 
lite knob. Comes with 
clamp-on bracket. 

Price.45^ 



6024 


Heater Switch, latest 
model variable speed 
rheostat tpye with 
illuminated ‘ ‘Tenite’ * 
knob. Furnished with 
clamp - on bracket as 
illustrated. 

Price.75^ 



6025 

Heater Switch, latest 
DeLuxe, variable speed, 
rheostat type. Illumi¬ 
nated with attractive 
“Tenite” control knob 
and face plate. Clamp- 
on bracket supplied. 

Price.85 £ 



6029 


Heater Switch, newest 
design, 3 speed heavy 
duty, station type with 
fuse and illuminated 
“Tenite” knob. Clamp- 
on bracket included. 

Price.95 


pS ACCESSORY ^ 

' AN0 f “ __ _ 1 

FOGLITE SWITCHES ill 



ACCESSORY 

SWITCHES 

• 

SWITCH DISPLAY 
ASSORTMENT 

This attractive counter display will help 
you sell more switches. It is beautifully 
lithographed in three colors, red, yellow, and 
blue. A sure attention getter. 

There are eight fast moving switches 
mounted on the display, complete with 
brackets as listed below: 

Assortment consists of: 

4 6015 Fused Fog Light Switches 
2 6017 “Off-On” Switches 

1 6016 Triple Switch 

1 6018 “Push-Pull” Type Switch 

Display and Switch Assortment 
Sold as 

Part No. 6019 - - - 


$4.70 




















HYDRAULIC STOPLIGHT 
SWITCHES 


SWITCH DISPLAY 
ASSORTMENT 

Heavy Duty Hydraulic Stop Light Switches 
are now being used, as standard equipment, on 
the majority of late model cars. Two types of 
switches cover all applications and also are 
recommended as a replacement for the smaller 
switch used as standard on all earlier hydraulic 
brake systems and on some 1939 cars. Heavy 
duty switches are an added safety factor be¬ 
cause they do not blow out under high pressure, 
allowing the brake fluid to escape. They have 
silver contacts to carry the heavy load of dual 
21 c. p. stop light bulbs. 

Display stand assortment No. 4768 illustrated 
at right is available to help you sell these 
Heavy Duty Switches. It comes with switches 
shown below, mounted on the distinctive easel 
display card. 

3 No. 4760 Eyelet Wiring Terminal 
3 No. 4765 Snap-in Wiring Terminal 
(See listing below for detailed information on switches) 



HEAVY DUTY HYDRAULIC SWITCH DISPLAY ASSORTMENT 

Part No. 4768 

List (Total List Price of Switches) $3.00 Special Dealer Net $2.00 

Ten assortments packed individually in master shipping carton 


HYDRAULIC STOPLIGHT SWITCHES 


. 

■u. 

HEAVY DUTY 

Eyelet Terminal Type 

For Chevrolet, Buick, Oldsmobile, 
Pontiac and many others. 

Part No. 4760.50j£ 


H irr 

HEAVY DUTY 

Snap-in Terminal Type 

For Ford, Plymouth, Dodge, Stude- 
baker and many others. 

Part No. 4765.50^ 


an Kf 

STANDARD 

Eyelet Terminal Type 

Used on earlier cars and some current 
models. 

Part No. 476 -S. 30^ 













ACCESSORY SWITCHES 



PUSH-PULL TYPES 



1 




HEAVY DUTY STANDARD 

For universal “Through Dash” application where ever a 

jijjjggedly constructed switch is needed. Designed to carry Quality switches for average accessory loads on passen- 

§£vy current and withstand severe service. ger cars and | ight trucks. 

|jirtNo. 6108 .85ft 

Part No. 6135 ..45ft Part No. 6018.25ft 

•Part No. 6134. Long Shank.50ft Part No. 6055.30ft 


TRIPLE SWITCH 

This new switch assembly consists of a fog light switch, a 
heater switch and an auxiliary switch mounted together on one 
panel. It has a universal bracket for mounting on the bottom 
of the dash. Groups all accessory switches together in one con¬ 
venient location. The panel and switch knobs are a neutral 
color tenite and will harmonize with any instrument panel. 

The foglite switch has “off-on” action with a fuse inside the 
knob. Extra terminal for connection to tail light circuit. Meets 
requirements of all states. 

The heater switch is a variable speed illuminated type, operates smoothly without arcing. The soft light indicates the speed 
of heater motor'and acts as “off-on” signal. 

The auxiliary switch is the rotary “off-on” type. Ideal for defrosters, driving lights and other accessories. 



Part No. 6016 


- $1.75 




















